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UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D.C. 20535 

July 10, 1575 


Mr. Emory L. Brown, Jr. 

Box 32 

Howell, New Jersey 07731 

Dear Mr. Brown: -- , 

. .Reference is made to my letter of June 24th. 


In response to your request, I regret to inform 
you that we have* no typewritten report of the test 
results. However, enclosed are worksheets and nCi.es 
possibly of better quality than the ones previously 
furnished to you, and some additional material wm.cn I 
hope will aid* you in deciphering the notes. 

The spectrographic analyses were conaucced 
using a Jarrell- Ash spectrograph with a Wadsworth mounting 
with a concave grating. The spectrographic plates, produced 
by Eastman Kodak, are called Spectrum Analysis Places 
and record in black and white. 


Sincerely yours. 



fj 


Clarence M. Kelley / 
Director / 
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